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BILL NO. S—78-11 — 





SPECIAL ORDINANCE NO. S-_ 


AN ORDINANCE approving a blanket purchase 
order - City Utilities Purchase Order No. 
B-0339 for equipment for Water Maintenance 
and Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. That the blanket purchase order - City Utilities 

Purchase Order No. B-0339, dated November 13, 1978, between the City of 

Fort Wayne, by and through the City Utilities Purchasing Agent and the 

Board of Public Works and Mueller Company, for: 

purchase of an estimated 150 fire hydrants (Mueller A-429) 
for the Water Maintenance and Service Department, 

all as more particularly set forth in said purchase order, which is on 
file in the Office of the Department of Purchasing and is by reference 
incorporated herein and made a part hereof, be and the same is in all 
things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be effective upon passage 
and approval by the Mayor. 



APPROVED AS TO FORM 










Rend the first time in full and on motion by 


, seconded by 


_ I Q/ fcc&O' _, and duly adopted, read the second time by title and referred to the 


Committee on 




T(and the City Plan Commission for 
recommendation) ana Public Hearing to be held after-due l ep-al notice, at the C ouncil Chambers, 

City-Co unty Buildljig, Fort Wayne, Indiana, on -—- r-tfee — _ ,4 ay 

of --- 


, 19—, at 


M..E.S.T. 


DATE: 


CITY CLERK 


T.FRK 


Read the third time in full and on motion by _ 

seconded by_ _, and duly adopted, placed on its passage. 


PASSED ( LOST ) by the following vote: 


ABSTAINED 


ABSENT TO-WIT: 


TOTAL VOTES 
BURNS 

HINGA 

HUNTER 






X 


MOSES 


X- 


- 4 - 


NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 


X- 


A 


< 


X 


X 


DATE: 


CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(ZONING-M AP) (GENERAL )- (ANNEX ATION) (SPECIAL) (APPROPRIATION) ORDINANCE 

(RE SOLUTI ON) N ^ on the 




d ay of \cJ2j2 » 19—. 

ATTEST: (SEAL) 




<X?^£lERK PRES ID IN G^OFF IG ER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of 192^ at the hour of j j . " ,E ’^ ’ 

CITY CLERK 

Approved and signed by me this -/& d ay of_ 

at the hour of _ <3 »’ o 'clock X 


_, 192i v 



MAYOR 








































































































REPORT OF THE COMMITTEE ON CITY UTILITIES 


S-78-11-64 
Bill No, _ 


We, your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving a blanket purchase order - City Utilities Purchase Order 

No. B-0339 for equipment for Water Maintenance and Service Department 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance H — _ PAS 

PAUL M. BURNS - CHAIRMAN 


JAMES S. STIER - VICE CHAIRMAN 


VIVIAN G. SCHMIDT 


WINFIELD C. MOSES, JR. 


FREDRICK R. HUNTER 


^ >. 




- 7 / 



DATE- 


CONCURRED IN 



































MUELLER CO. 


j; City-nf Ft. W a yne 

i i V—*-—- 




j Ft. Wayne, Ind. 

nr.T ? o 1978 Hi 


SU3JECT 

Fire Hydrants 

. -r- Ml*TCq.l!.TII ITV. 

DATE 

10-19-1978 

Don: 

FORT Whl MU L l.- l i 

engineering dept. 


This will confirm our conver 

’Sation of yesterday regarding Muelle 

r Firs Hydrants. As I 

said yesterday the A-419 Hydrant is being phased out of oroduction. . 

Parts Trail still be 

avallab 1 e for this hydrant of co 

Ilirss for Vftal*S. TVl .EanVintr rva 

orf’s. the^e nma about 

. PQ -25 of this tvoe hydrant in your water system now. 

M Upon learning of this A-419 

situation, some two years ago, Dave ^e-sler and I annrochsd 


S you indicating this phase out of the A-419* We asked that you consider the A-414 Mueller 
^ Hydrant in place of the A-419, and went ov er a blue print of the A-414 with you. You 

F 

indicated that this A-414 would meet with your approval ar.d for the past two years we have 


been selling this Hydrant in the Ft. Wayne market. We estimate that you presently have 


12^1^0 of the A-414 in 


tern presently. 


Y °P *4.11 recall..that Forrest Baum and I informed you recently that a change eras in the 


ma k i ng on the A-414. Mueller C. engineers are not confident in the fl an able bolt typ e 


1TgnId~ 


traffic model construction in the A-414. They feel 


there are just to many 


p ofafthA A 1 ppnKl ems with breakable bolt 
n„ the A-414 to use the tried 


: .model hydrants. So a efra 


wiU 

tested Mueller Traffic Flange type construction, a much 


^morn^eliahl9^£St9.m^InLJ[r’3lgjaz3the.ciaaG^e^the-n;arber of the Hydrant also char.sed, to a 

-A- 42 - 9 ^-Centurion ,t 3 p:e-diydra. n f.^-! f . he . r . e . f .or.. e ... f .h.e. cnnfn s. i . en jo "u^h a r used or. the ry°rif. Hydrant 
bid to the City, of Ft. Wayne* There will be interchangeability of parts, except for the 


E traffic flage system of course. 


Hope this helps to the slove the Mueller number confusion. If you have any question, 
pl ease advise. I will also order out some parts for the A-419, for the few you have in your 

system, and supply these parts on a no charge basis. 


Jl 


Regards 


J— 


P. k>. Please pardon this stationary, but I wanted to gat this letter to you quickly. Also 

. ■ ~ ~-~ 
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Memorandum 

To H. P. Wehrenberq, Board of Works 

Dafc* November . 1.3, ' 1978 


From Ruth Winget, Purchasing Department 


Subiecfc B ' d Reference #490, Fire Hydrants 




COPIES TO: 


E. A. Stanczak Jr. 
S. L. Mi Iler 


Herewith are bid documents (Bid #490) relating to Purchase Order 
Number B-0339 which is prepared favoring Mueller Company for One 
Hundred and Fifty (150) Fire Hydrants for Water Maintenance & Service 
Department. 


Fourteen (14) vendors were invited to bid. Five (5) bids were 
received with Mueller Company quoting the lowest at $340.70/ea. 

TOTAL APPROXIMATE VALUE: $51,105.00. 

Attached are the following documents in support of the recommendation 
for acceptance of Mueller Company bid. 

1. Copy of Tabulation Sheet. 

2. Purchase Order Number B-0339. 

3. Copy of all vendor's bids. 

4. Copy of Bid Mailing List. 

5. Copy of S. L. Miller's memorandum. 

6. Copy of D. L. Foland's memorandum. 

It is urged that in referring this bid to the City Council for 
enactment of an ordinance, that a 11 of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 


Please make sure that no confirming Purchase Order Number is given 
to Mueller Company until evidence of Council approval is furnished to 
the Purchasing Department. 


,_?L 

R. A. Winget^ 


Approved 


: ft Ow ; 


R. F. Bugtffer 













Bid Tabulation #490 

FIRE HYDRANTS 

Water Maint. & Service Dept. 
October 5, 1978 at 11:00 A.M. 

VENDORS 

Estimated 

150 

Fire Hydrants 



tzLi.o.*'. 

(F 7l<S3c 

791^60^ 

3 So, 7 <? Ooy: ‘ 

77 l ?6 e&tc^u* ’ 

7- ■>"» 

£ o /© 


3 % 3. TO . 

/t^rSC 7 

7, 7S' 

7° To ■fix- 

SfijFt. c./sf 

3?0,$3 {/ 

(7SS y a'ST cccS' 
$./o 


iUct-.t.#'. a/tZ-O 

'/' /&fW/ 

3S0, TO ^ 

TTr'L^T ' r f'£s3gS*cS 

£. 3S~ 

7& *%. r fin 

Y-Fp\. ^?i<~fZMLy 

7r 




/Sh^Sf^ 

777 So 

7. to 

7 6 fi£2< 


























































@0W (DIF [F®[BTr wssmts, 

mV UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Mueller Company 
1401 Mueller Avenue 
Chattanooga, Tennessee 


L 


J 


ORIGINAL B-0339 

PURCHASE ORDER NO. 


age, packing slip, invoice, 

Q^^^xm an d corre 

November 13, 1978 


SHIP TO — 

Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


MAIL ALL INVOICES TO - 

- CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
. INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Est. Qty 


150 


BLANKET PURCHASE ORDER FOR 1979 FOR FIRE 
HYDRANTS 



Fire Hydrants (Muel ler A-429)/V 
Add or deduct for each 6" variation in 
trench depth $7.20 Discount / from included 
parts 
List 20 % 


Requirements will be released on departmental 
Purchase Orders against this blanket order 
as required by the using department. 


340.70/e; 


ESTIMATED $51,105 


ATTE 


NTI0 


SUBJECT TO COUNCILMAN 1C APPROVAL 

Per Bid Ref. #490 

2% 10 Net 30 

F.O.B. Delivered 

Delivery: 75-90 days A.R.O. 

FIRM PRICE 

RW/pl #5011 


Send ail 
4t! 

Fc 

Show 
and In 


:o 

Main Sc. 


n voice a 
Floor, ( 
i E. 
irt Wayne 

O. Number on P 
voice. 


N! 

Account 


+6802 
acking SI 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


BY_ 


REVERSE 





















































CITY OF FORT WAYNE 

DEPARTMENT OP PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

,aM«e* to tio oor>dl'-UxL* ca ti. ^r,i» B.rW, vr» r»)o«tod c=» ti. followia* E*t of 
SftftNiriftBi. tcapU.4, <m 


^ r. F, Buqher 423-705 7 DEPARTMENT OF PURCHASES 
Room 470, .-Number One Main St., Ft. Wayne, Ind. 46802 


REQUEST) FOR. DELIVERY TO: 

Water Maintenance & Service Dept. 


or "Division! 


415 East Wallace Street 

Fort - Wavne. Indiana 46805 — 


. of_ 


Page_ 

Ref. No. 490 _ 

Data August 29, 1978 


Data wanted . 


Fund 

Appropriation No.. 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing Thursday, October 5, 1978 at 11:00 A.M. 

Time of Bids--——. .. ------ - —‘— 

TA333. TVS err? !3 rmo-r rao* txoxrai. rsasa and Indiana ttatz aura tax. rra crrvs P^lanasai xs tax xxxyyncH 

r : F^rr.- T—r. >fOt323 la SO. UW. PXIC33 EHOUXD NOT INCXUDX THSSS TAXX3. S-. “Ia^ra.*** ta BNo. 10 oa nr^ra. tor 6rt*lU. 

TAX EXEMPT (Unless otherwise indicated) _ ' 


S.p.tlM. Xftftia—. 


FIRE HYDRANTS - 1979 Requirements 

Estimated usage for January 1, 1979 thru December 31, 1979 
The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 

We require a guaranteed firm price for the period January- 1, 19 
thru December 31, 1979 and delivery to our yard within 30' days 
notification of release. This will not be a one time purchase. 
It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid. 

A Blanket Purchase Order will be issued to the successful 
company, after necessary Counci imanic Approval-, and the 
hydrants are to be delivered only upon issuance of departmental 
purchase orders. 

IS' Attached:_„ 


Affirmative Action On Fi!e:_ 


Bid 3o-id nsjvirsd $ □ - 

&*• lajrtrpyrdot* lUe-- - - - -. 

-Te-tna_jZ—_fa cash discount if paid within day3 from deliver/ and acceptance of goods or completion of services. 

" PROPOSAL OP. BID 

-a. ‘/ST 

Delivery of any or ail of the items or completion of services indicated 3hall be made within—day3 from receipt of ordsr*^ 
IMPORT ANT jvrv” Aft ^.a-ratr N. ft A«!A!ajr jftetor la tN» d t» 1* Bacortftat tiw "Mmn 

r n 


l'j£er l . ’X J:.C __ 

.~ T^..£c/ u :t . tZL jL u.. 


L 


JLl . 

a*? ...JjJjlhuo^dLL. _ SJLjmiQ.. ^ JJjzlr.'Li 
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FI HI-: It YDRAR'T SPHCIPI CAT IONS 
Suction I) - Fire Hydrants (Mains) 

Fire hydrants used in the construction of water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water Ttforks Association Standards, « 
designation C502J shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 
(5) inches; shall be equipped with O-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one—half (2—1/2) inch hose connec¬ 
tions, all on the plane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. » 

The fire hydrant barrels shall be of sufficient length so as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more _ 
than six (C>) inches above the finished grade of the adjacent area- - 
1*ach fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 
(6) inch pipe between the valve and the hydrant. The follox^ing- 
fire hydrants, or approved equals, are the only fire hydrants 
which will be accepted for use in connection with water main 


installations: 



BRAND NAME: 


CATALOG NO . 


Kennedy K-IOB 
American - Darling B-62B 
Traverse City H-1-M 
Waterous WB-67 
Mueller A-419 


Estimated Usage - 150 

Hydrant Traffic Type 5’ 6" Bury.., f.... 7............ $ 3l?£.0 . (L _ 

Add or Deduct for each 6" variation in trench depth..........$- 'Ix'ln L - 

Percentage of discount from included parts list.. $— (0~3jL 

induce# 



mck^f mm%jr suppihf fes* 

W P. O. BOX 29100 - HI WAY'# 40 
CUMBERLAND, INDIANA 46229 
PHONE 317 894-3300 













- r CHM OP29 


- CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, !nd. 46802 
INVITATION 




R. F. Bugher 425-705 7 DEPARTMENT OF PURCHASES 
Room 470, .Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR . DELTVEBY TO: 

Water Maintenance & Service Dept 


415 East Wallace Street 
Address_ Fort Wavne. Indiana 46803 — 


Eef. No. . . 4 ?? „_ 

Data August 29, 1978 


Data wan tad _ 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO TEE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Cjosinsf Thursday, October 5, 1978 at 11:00 A.M. 

Tune of Bins------—- 

tax 3S« tax cn*? is somacr rso« rm-P-AX. rrcss 


•TAX EXEMPT (Unless otherwise indicated) 


* toe drWiu 


S.s.lW, .r BtrHo- 


FIRE HYDRANTS - 1979 Requirements 

Estimated usage for January 1, 1979 thru December 31, 1979 

The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 


We require a guaranteed firm price for the period January’ 1, 1919 
thru December 31, 1979 and delivery to our yard within 30" days 
notification of release.. This will not be a one time purchase. 

It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid. 


A Blanket Purchase Order will be issued to the successful 
company, after necessary Counci lmanic Approval-, and the 
hydrants are to be delivered only upon issuance of departmental 
purchase orders. 

Affirmative Action On File: X _Attached:_ 


Bi4 3osd required §3 


tr* UMrxztn It— „ — —- — 

2% cash discount if paid within 10 .days from delivery and acceptance of goods or completion cf services. 


FROPOSA-L OR BID 

lil conaieoM *jEcUrTtsrM4 a!itn sod lurr***, U ‘Ails VkI a. vitAla a I-oAJomOsJ. 

ow«H. «ca iueu -- 

Delivery of any or all cf the items or completion of services indicated, shall be made within—day3 from receipt cf ordarT 

TVPfVRf A V? yen?* As dveT%T 7 V» % <W>]dJ:u* !kw !a Us* d vs erW, H U ’^ajortxa* lUizn 

mrua iAa i tg ta* ufe»*vns«a >im. 

Ear* H*r*» Valve Co. , Inc. 

Kennedy ~Valye/Divis Ion of ITT Grinnell 


r 


n 




Anthony C. DeSocio>Sr ^._ '"Assistant 


1021 East Water Street 


Elmira, New York 14902 


. 9/26/78 
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FIRK HYDRANT SPECIFICATIONS 
Section I) - Fire Hydrants (.‘tains) 


Fire hydrants used in the construction of water mains shall 
be of the traffic type and 3hall be made in accordance with the 
latest revisions of tho American Water Works Association Standards, 
designation C502* shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A~4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 

(5) inches; shall be equipped with O-ring packing, one and one-half 

(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and onc-half (2-1/2) inch hose connec¬ 
tions, all on the plane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. * 

Tho fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more _ 
than six (6) inches above, the finished grade of the adjacent area. - 

Iiach fire hvdrant shall be installed wath a sxx (G) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 

(6) inch pipe between the valve and the hydrant. The following 
fire hydrants, or approved equals, are the only fire hydrants 
which will be accepted for use in connection with water main 
instnllat i o nr.: 



P a ge of 5 _ 


BRAND NAME: 

Kennedy 

American - Darling 
Traverse City 
Waterous 
MuelIer 


CATALOG NO . 

K-10B 

B-62B 

H-1-M 

WB-67 

A-419 


Estimated Usage - 150 

Hydrant Traffic Type 5’ 6" Bury. 

Add or Deduct for each 6" variation in trench depth 
Percentage of discount from included parts list__ 


5 . 

$. 

$_ 


370.83 

8.10 


10% 


See Drawing D-80341-FWI attached. 










" * Mueller Quotation #1284 

CITY 0F FORT WAYNE 

DEPAHTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITA TION 

lh» foIknri^L* lift <A 




• inr»o*. xr* c 

u cvu^rx>*<£, *»dtb d«U 
for t-J. Aoc 


R. F. Bug her 425-7037 DEPARTMENT OF PURCHASES 


Room 470, dumber One Main St., Ft. Wayne 
REQUEST) FOP. DELIVERY TO: ’ 


Ind. 46802 


gpp^ ^T Water Maintenanc e & Service Dept,, 
415 East Wallace Street 
Fort Wavne. Indiana 46805 


Page__J— < 

Ref. No._ i T 90 ..... 

Data August 29, 


Data wanted . 


Fund 

Appropriation No. 


Address 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOB YOUR FILE 


Closing 

Time of Bids— 


Thursday, October 5, 1978 at 11:00 A.M. 


? ,r^i 1 T^m c:—r !3 jdzrxpT trobc i^ccies a>to intdiaka stajj ^„ a(; 

GiaSlCATX M3<3H3L 13 FO. U5C4. PRIC-3 SHOUT-D NOT rKCUJD- £>♦* — 

TAX EXEMPT (Unle33 otnerTnae indicated) 


££*VrUl»» Sn?s>U**. t- 


FIRE HYDRANTS - 1979 Requirements 

Estimated usage for January 1, 1979 thru December 31, 1979 
The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 

\-la require a guaranteed firm price for the period January- 1, 19 
thru December 31, 1979 and delivery to our yard within 30' days 
notification of release.. This will not be a one time purchase. 
It is anticipated that release quantities will be 25 to 30 
hydrants per release. . 

Your parts list, with discounts, must accompany your bid. 

A Blanket Purchase Order will be issued to the successful 
company, after necessary Counci Irnanic Approval-, and the 
hydrants are to be delivered only upon issuance of departmental 
purchase orders. - , 


Affirmative Action On File: 


Attached 


Bid 3 £eu 3 ra<r=ir»<5 


_ Ptriarmiaea Bcci '£> 


2 c> discount if paid wit hH-lQ/Ldsya from delivery and acceptance of gscdn or completion of services, 
PROPOSAL OR BID 


« ?er r 




Delivery 1 

r 


s within_day3 from receipt of order 

L tS» ci « oniw, ft li ;S»t SJAksr 


sms or completion of services Indicated shall be mac 
IMPORTANT 

/Mueller co . r~^ __ 

, Jsa£:si/ IFTJJJ&TtO Sales Servi 

-■-7" Cv * " Manager 

.1/ 1401 Muelle” - 


J 


1401 Muelle r Aven ue 

Chattanooga, TN 


9/27/ 

























































J'ttuu 


FI KK HYDRANT SPECIFICATION’S 
Section I) - Fire Hydrants C’.atns) 

Fire hydrants used in the construction of water mains shall 
affic type and shall be made in accordance with the 


be of the traf 


latest revisions of the American Water Works Association Standards, 


ation C502J shall have a sir. (6) inch mechanical joint bell 

in accordance with 


desig 

inlet at the base and all jointing accessories 

Df these Standards; shall open by turning left 

ninimum valve opening of five 


Section A-4a of 

(counter clockwise), shall have a minimum 
(5) inches, shall be equipped with O-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, nil on the plane, and having National Standard Fire Hose 
threads of four (4) threads and seven and- one-half (7-1/2) threads 
per inch, respectively, and a ground line flange and shall be 
painted Federal Yellow. ' 

The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leq, attached to the water nain, and 
so the ground line flange is not less than two (2) inches or acre . 
than six <G> inches above the finished ,=««• o* the adjacent are,.- 
Each fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the Rain to which it id 
connected. There shall be a twenty four <24) inch nipple of six 
(G) inch pipe between the valve and the hydrant. The following 
fire hydrants, or approved equals, are the only fire hydrants 
which will be accepted for use in connection with water main 
in » tn11ations: 



BRAND NAME: 


CATALOG NO . 


Kennedy 

American - Darling 
Traverse City 
V/aterous 
Mue!ler 


K-10B 

B-62B 

H-1-M 

WB-67 

a-'4'29 


Estimated Usage - 150 

Hydrant Traffic Type 5’ 6" Bury..,... $ 340.70 

Add or Deduct for each 6” variation in trench depth.. $_ 7 • ^0 

Percentage of discount from included parts list.. £ 33Q3S 20$ 


Shipment of hydrants 75-90 days after 
receipt of purchase order. 











• CITY OF FOBT WAYNE: 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVI TATION 

c=> ti» foilo^iaa lift ot 


'.46 802 


C-joc^iio^k. to e- ca tito nr. r». 

of xr H ai, iox th» <£^artov»ot 
u kiio^n Ooofcktiani Omdl l-.-rlod. kli cfcaurrf* !zt 


_ ., R. F, Buqher 423-705 7 DEPARTMENT OF PURCHASES 
Room 470, lumbar One Main St., Ft. Wayne, Ind. 46802 


Department 
or Division— 


Water Maintenance & Service Dept. 


415 East Wallace Street 
Address Fort Wavne. Indiana 46805 



RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing: Thursday, October 5, 1978 at 11:00 A.M. _ 


vr»4. 'T' -T ' s C T * m 7 13 tT-vy r* toqk yenTT .vT. AND Ef DLANA 3TAT5 2ALZ3 TAX* T2T3 CiT >’ 3 I^TDIA-^A &A2L3I3 a 

kSr PRICX3 SHOULD NOT ESCLUDS TS2S3 TAXL3. 3~ ~L^rt*ci«u to BkfcU»~ fco. 10 o* nrr« 

TAX EXEMPT (Unless otherwise indicated) 


Uxt»rixU. S.j»lU<, 


FIRE HYDRANTS - 1979 Requirements 

1979 


thru December 31, 1979 


Estimated usage for January 1, 

The enclosed Non-Col Iusion Affidavit must be properly executed 
and returned as part of your bid. 

We require a guaranteed firm price for the period January- 1,. 197J9 
thru December 31, 1979 and delivery to our yard within 30' days 
notification of release.. This will not be a one time purchase. 

It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid. 

A Blanket Purchase Order will be issued to the successful 
company, after necessary Counci Imanic Approval - , and the 
hydrants are to be delivered only upon issuance of departmental 
purchase orders. 


Affirmative Action On Fi1e 


Attached:_ 


Sent Under Seperate cover XX 


314 3 o =4 r*<par «4 □ --- 

S+4 l 

Tpr-.% cash discount if paid within— 


da 73 from delivery and acceptance of goods or completion cf services^ 


PROPOSAL OR BID 


4 rahi+ct ta ill tcc-dltfcna ti 


DeUveryaTany orail of the items or completion of services indicated shall be made within—days from receipt of ordsrT 

IMjPO^T ANT? 1^* A* doii-ri r? ryj V* *. d^sIdJaur firts? a’srxr4 ot crtWr, h U La*q>ortxAi 'M&hra 


n 


»s«.* AMERICAN-DARLING VALVE 
A Div. of American Cast Iron pipe C 
CF~j 7T 7 /Tw o r cc«p*aj Customer 

O ^ _T-.V Service . Rep . . 

P.O. Box 2727 


Birmingham, Al. 


9 r 21-7 E 















































BRAND NAME: 


CATALOG NO . 


Kennedy 

K-10B 

American - Dariing 

B-62B 

Traverse City 

H-1-M 

Waterous 

WB-67 

Mueller 

A-419 


Estimated Usage - 150 

Hydrant Traffic Type 5’ 6" Bury.. $ 350.00 

Add or Deduct for each 6" variation in trench depth......... $ 6.35 

Percentage of discount from included parts list. 10% 










r 


CITY OF FORT WAYNS 

DEPARTMENT OF PURCHASES 
aer One Main St., Ft. Wayne, Ind. 46802 
INVITATION 



th* «wdICoa», 


a tl* nnna iiaot a 

•a for 6r?*^rt=xj-«xt u taxation*!. *■' 

+ all du^r*** far d»Uv*»rT. t* 


R. F. Buqher 425-703 7 DEPARTMENT OF PURCHASES 
Ft. Wayne, Ind. 46802 


Room 470, -Number One Main St. 


REQUIRED FOR DELIVERY TO: 

Water Maintenance & Service Dept. 


Department 
or Division. 


Page-.,,',,, ,„ 
Ref. No. 49° 


Date Auaust 29, 1978 


415 East Wallace Street 
Fort V/avne. Indiana 46805 


Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY' FOR YOUR FILE 
Closing Thursday, October 5, 1978 at 11:00 A.M. - * 


TJLTMI rscs err? is_ 


: resenew 


TAX EXEMPT (Unless otherwise indicated) 


S.5,0-. 


FIRE HYDRANTS - 1979 Requirements 


Estimated usage for January 1, 1979 thru December 31, 1979 


The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 


We require a guaranteed firm price for the period January- 1, 19‘ 
thru December 31, 1979 and delivery to our yard within 30' days 
notification of release.. This will not be a one time purchase. 
It is anticipated that release quantities will be 25 to 30 
hydrants per release. 


Your parts list, with discounts, must accompany your bid. 


A Blanket Purchase Order will be issued to the successful 
company, after necessary Councilmanic Approval, and the 
hydrants are to be delivered only upon issuance of departmental 
purchase orders. 


Affirmative Action On File:_ 


Attached: 


3i4 Bond required 


_ Ptrfora*ac» 3ond 


ia»xrt>cdoT» !Uea No* IS ©> 

% cash discount if paid within—-days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


la ccctsUam. »<•>, -Jn. ibor. larttatio. far VUt'*a4 rui>5 —la *11 asaaliLoa* ti.r«(. ti* UBd«-tdjrB*i oS.n xtxj t^rnat. If t-Ma V» arttisla a r«aoo-»ii. 

sav. £r=t3 Ciia o l eiotiB*. la fcrsl.ll S37 c* u. !t«u or rtaiar tuoa HniM* a^aa whieil Jt-.w. or* la aococna^n yn -j tsvonax wx o* ii» 

or-^. oopc»rt» iaa. Ofij f/'r'j 

Delivery of any cr all of the items or completion of services indicated shall he made withiru...:Say3 from receipt of ordsr’T 

IMPORT ANT A* dUlT»nr aw St K &>*MiBj' fwasr !a *l>» ft'rw-i of ta on!**, ft U Ua.oortxat ‘Jut MA»rj 

^ *--r faroUit IKora.aoa ibon. 

i 1 Ejp> Sant 

_ T> i q£ L ; _ 

„ WtT sterx* cmmu 

fco. 764. _ _ , 

! - J . 


2Lf±£/Ik.d. ir/ 


, Qhzhi 















































FIKK It YDRAt.'T SPHCIFrCATIQHS 
Section t) - Fire Hydrants (ilains) 

Fire hydrants used in the construction of water mains shall 
be of the traffic type and 3hall be made in accordance with, the 
latest revisions of the American Water Works Association Standards, 
designation C502J shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
{counter clockwise); shall have a minimum valve opening of five 

(5) inches; shall be equipped with O-ring packing, one and one-half 

(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, all on the plane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half.(7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. * 

The fire hydrant barrels shall be of sufficient length ao ah 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
than six (6) inches above, the finished grade of the adjacent area. 

Kach fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 

(6) inch pipe between the valve and the hydrant. The following 
fire hydrants, or approved equals, are the only fire hydrants 
which will be accepted for use in connection with water main 
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BRAND NAME: * 
Kennedy 

American - Darling 
Traverse City 
Wa+erous 
Mueiler 


K-10B 

B-62B 

H-1-M 

WB-67 


A-419 


Estimated Usage - 150 


S 'M.oo 

% 2'cQQ 

$ 


Hydrant Traffic Type 5’ 6” Bury..,. 

Add or Deduct for each 6" variation in trench depth 
Percentage of discount from included parts list.... 















RECORDS OF BIDS ISSUED TO BIDDERS 


SID DO. 490 _ ' 

ITEM: Fire Hydrants 

DEPARTMENT: W.M. & S. 

OPED DATE: VO/5 TIME: 11:00 


VENDOR NAME & ADDRESS 

DATE - NAME BID PICKED UP I 

CARDS MAILED 

BID MAILED 

RETURNEE 

Kennedy Valve 



9-14-78 

9-28-78 

Traverse City Iron Works 

. 


9-14-78 


Waterous Mfg. Company 



9-14-78 


Water Works Suppliers 



9-14-78 

/6 /*M 

Clow Corporation 


! 

9-14-78 


Tri-State Plumbing 


9-13-78 



American Cast Iron Pipe 



9-14-78 

9-28-78 

Dresser Mfg. Div. 



9-14-78 


Midwest Utility Supply 



9-14-78 


Sidener Supply of Indiana 


! 

9-14-78 

\ 









































RECORDS OF BIOS ISSUED TO BIDDERS 


31 D NO. 49 0__ 

<TEM: . Fire Hydrants .- 

DEPARTMENT: W.M. K S. 

OPEN DATE: 1 Q /5 TIME: 11:00 


VENDOR NAME & ADDRESS 

DATE - NAME SID PICKED UP 

CARDS MA1 LED J BID MA1 LED 

RETURNS 

Treaty Company 

9-25-78 Bernie McCormick 

9-13-78 



V. R. Myers 

9-19-78 Bob Franke 



i6 /ir 

Pipe & Supply 



9/19/78 

/o-Y-7 

Mue!ler Company 



9-20-78 

/O'S'?, 

■ r~.'. : - ----. 
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Memorandum 

To Mr. Dick Bugher - Purchasing Department, City _ p a fc* October 6, 1971 

Utilities 

From Sheridan L. Miller-Superintendent, Water Maintenance & Service Dept. 

Subject Bid Tabulations __ 


Reference Bid #489 Tabulation for copper water pipe opened October 5, 
1978, at 10:30 A.M., I would like to request that National Mill receive 
this bid. National Mill submitted the low bid, and their material is 
acceptable. 

Reference Bid #488 Tabulation for cast iron fittings opened October 4, 
1978, at 11:00 A.M., Items #1 and #2, I would like to request that the 
bid be awarded to V. R. Myers based on low bid and acceptable material. 

Reference Bid #487 Tabulation for bronze fittings opened October 4, 

1978, at 10:30 A.M., seven (7) companies submitted bids, and three (3) 
companies were discarded because of past experience of inferior 
materials. I would like to request that Items #1, #2, #3 and #4 be 
awarded to Ford Meter Box Company based on price and acceptable 
material. I would also like to request that Items #5 and #6 be awarded 
to Central Supply based on price and acceptable material. 

Reference Bid #490 Tabulation for fire hydrants opened October 5, 1978, 
at 11:00 A.M., I would like to request that this bid be awarded to the 
Mueller Company based on price. 

Please note that on Bid #488 Tabulation for cast iron fittings. Items 
#3, #4, #5 and #6 and #7 will be shipped in by two (2) companies that 
bid on same. It is unknown at this time whether their material is 
acceptable. I will follow later with a reply on these particular items. 


Sheridan L. Miller - Superintendent 
Water Maintenance & Service Department 
City Utilities 

SLM/dm 



l 
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Memorandum 

To Richard Bugher, Director of Purchasing Dat ^ 11/13/78 ■ 

_ D. L. Foland, Water Engineering Department 

From 

AWARD OF CONTRACT FOR PURCHASE OF FIRE HYDRANTS 

Subject 

COPIES TO: 


Lloyd Miller 

Your verbal request for my review of the model fire hydrants, offered 
in the recent bid by the Mueller Company, as compared to the approved 
model in our material standards, has been evaluated and discussed with 
their area representative, Mr. Herman Neihaus. As a result, 

Mr. Neihaus has provided related information, a copy of which is 
attached. . 

Our findings are that the Model A-419, contained in our material stand¬ 
ards, is a discontinued item and we have approximately 20-25 in our . 
system. As a result, Mr. Neihaus and his supervisor, Mr. Resler, 
discussed the matter with me sometime ago and their Model A-414 was 
considered for approval and has been sup-plied in the past,. although not 
formally approved in writing. 

We also find that Model A-429 is identical to Model A-414, except its 
break-away feature is of an improved type and is, therefore, more 
desirable...all of the internal parts being interchangeable. We cur¬ 
rently have approximately 125-150 of the A-414 models-in our system. 
Incidentally, the basic design of the A-414 and A-429 are similar to 
the A-419, the difference being that the A-419 was of a modern style 
which did not gain acceptance and was, therefore, discontinued. 

Based upon the above data, I recommend that we accept the bid of Mueller 
and award them contact to supply the quantity of fire hydrants bid, 
the model to be delivered being A-42.9. 

As previously discussed, Lloyd Miller and I and representatives of 
| our staff will be making a critical review of all materials, both for 
construction and maintenance purposes. We hope to have this review 
finalized and new specifications prepared for all types of water utility 
materials by the time the next bids are needed. 


D. L. Foland, P.E. __ ^ 

Chief Water Engineer tG/fi’S’S S 

.. T • W1 \ 

P LF / rcw * ^ - ■ : > ; 

Attachment * | f i^ - 'tillu ■ 

GL - *«* ' 









(BLANKET) 

* ril'Lft OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. B-0339 - MUELLER COMPANY 


7 /' 


DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS _ 

SYNOPSIS OF ORDINANCE BLANKET CITY UTILITIES PUR CHASE ORDER NO. B-0339 TO MUELLER COMPANY- 
FOR THE. PURCHASE OF AN ESTIMATED 150 FIRE HYDRANTS ( MUELLER A-429) FOR THE WATER MAINTENANCE 
AND SERVICE DEPARTMENT. 


(MEMORANDUM AND PURCHASE ORDER ATTACHED) 


THIS WAS THE LOWEST QF FIVE BIDS SUBMITTED 


EFFECT OF PASSAGE ACQUISITION OF FIRE HYDRANTS FOR CONSTRUCTION AND MAINTENANCE PURPOSES 


EFFECT OF NON-PASSAGE SELF-EXPLANATORY 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) _ FROM WATER UTILITY- 

, ESTIMATED $51,105.00 


ASSIGNED TO COMMITTEE 










































